

WARNING: Smoking ts addictive and dangerous to your heahh. 
Reduchons in carcinogens (PAHs. nitrosammes. and catechols) 
have NOT been proven w result in a safer cigarette. This product 
produces tar, carbon monoxide, and other harmful by-products. 
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